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9203310243 Discusses NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratifica-
tion - Evaluation of WOG Bounding Analysis."

ZACH.JJ. Wisconsin Electric Power Co. 92/03/25. Document Control Branch (Docu-
ment Control Desk). 3pp. 61216:338-61216:340.

R. Periodic operating reports & related correspondence

9203030345 "Annual Results & Data Rept for 1991." W/920228 Itr.
ZACHJJ. Wisconsin Electric Power Co. 91/12/31. 133pp. 60856:168-60856:302.

9203040191  "Point Beach Plant,Units 1  & 2 Semiannual Monitoring Rept, Jul-Dec
1991." W/920228 Itr.
ZACH.JJ. Wisconsin Electric Power Co. 91/12/31. 16pp. 60866:098-60866:113.

9203000308 Monthly operating repts for Feb 1992 for Point Beach Nuclear Plant.Units 1
& 2.W/920306 Itr.

PETERSON.D.C., ZACH.JJ. Wisconsin Electric Power Co. 92/02/29. 9pp. 60883:141-
60883:149.

9203250124 Advises that 911028 Itr re emergency response data sys implementation
plan provides basis for acceptable implementation at facility.

SILVER.H. Project Directorate II-2. 92/03/23. BEARD.P.M. Florida Power Corp. 2pp.
61077:085-61077:086.

9203300351 Ack receipt of 920226 Itr transmitting Rev 6-1 to training & qualification
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion
into plan.

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. BEARD.P.M. Florida Power Corp.
3pp. 61199:307-61199:309.

J. insurance & indemnity information

9203300354 Forwards itemization of various insurance policies currently in place for fa-
cility.

BEARD.P.M. Florida Power Corp. 92/03/25. Document Control Branch (Document
Control Desk). 2pp. 61199:359-61199:360.

S. ReportabSe occurrences, LERs & related correspondence

9203030123   Forwards   Rev   1   to   Part   21   rept.dtd   920204,re   Generators   EMD
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users.
MITCHELL.M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.

*  MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp.
60804:347-60804:349.

9203170316 NPDES noncompliance notifications 920304,daily max total residual chlo-
rine effluent limitatiqn was exceeded. Investigation into incident commenced.Ltr outlin-
ing results of investigation & corrective actions.if any.will be sent.
ZACHJJ.   Wisconsin   Electric   Power  Co.   92/03/06.   Wisconsin,   State   of.   1p.
60974:330-60974:330.

9203240244 LER 92-003-00:on 920217,one channel of overtemp delta T protection ren-
dered inoperable.resulting in violation of min operable channels in TS.Caused by im-
proper calibr.Affected channel restored to svc.W/920317 Itr.

PALMER,J.A., ZACHJJ. Wisconsin Electric Power Co. 92/03/17. 6pp. 61120:232-
61120:237.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re-
place all affected contactors. Replacements available by Apr 1992.
PATTERSON.L Nutherm International,  Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

V. Operator Examinations

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C.  Region 3  (Post 820201).  92/03/25.  Consumers Power Co.  3pp.
61110:314-61110:316.

DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3

F. Security, medical, emergency & fire protection plans

9203120142 Rev 7 to Annunciator Response (AR) Procedure AR-502, "ICS J Annunci-
ator Response."
MARSHALL.W. Florida Power Corp. 92/01/11. 16pp. 60918:333-60918:348.

9203260202 Public version of rev 57 to EPIP EM-206, "Emergency Plan Roster & Notifi-
cation." W/920323 release memo.
STEPHENSON.J.D. Florida Power Corp. 92/01/29. 27pp. 61115:060-61115:086.

9203120181 Revised EPIPs.including Rev 9 to EPIP EM-211 & Rev 17 to EPIP EM*216.
RUSSELLJ.L Florida Power Corp. 92/01/30. 30pp. 60898:307-60898:336.

9203260199    Public    version    of    revised    radiological    emergency    procedures
(REP).including rev 37 to REP-02 & rev 12 to REP-06.W/920323 release memo,
STEPHENSON.J.D., COLLINS.M. Florida Power Corp. 92/02/13. 121pp. 61114:298-
61115:059.

9203120024 Rev 4 to EPIP EM-308, "Post Accident Monitoring of Reactor Bldg Atmos-
phere Using Containment H Monitoring Sys."

*  Florida Power Corp. 92/02/17. 8pp. 60918:219-60918:226.

9203100088 Forwards insp rept 50-302/92-03 on 920104-31.No violations of deviations
noted.

FREDERICKSON.P. Region 2 (Post 820201). 92/02/25. BEARD.P.M. Florida Power
Corp. 3pp. 60843:347-60843:355.

-9203100097   Insp  rept  50-302/92-03  on   920104-31 .No  violations  or  deviations
noted.Major areas inspected:plant operations, security & radiological controls.
HOLMES-RAY.P., FREUDENBERGER,, LANDIS.K. Region 2 (Post 820201). 92/02/
25. 6pp. 60843:350-60843:355.

9203050231 Forwards changes to Security Training & Qualification Plan (Rev 6-
1).Changes withheld (ref 10CFR73.21).

BOLDT.G.L Florida Power Corp. 92/02/26. Document Control Branch (Document
Control Desk). 1p. 60852:089-60852:089.

9203120038 Rev 13 to EPIP EM-204B, "Offsite Dose Assessment During Radiological
Emergencies (Computer Method)."

*  Florida Power Corp. 92/03/02. 26pp. 60918:227-60918:252.

9203110125 Forwards list of persons cleared for access to radiological, vital & protect-
ed areas at facility.

NORRHOLM,LJ. Vendor Inspection Branch. 92/03/04. SHAW.P.R. Region 2 (Post
820201). 2pp. 60849:239-60849:240.

P. Operating iicense stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOWJ.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203040248 Application for amend to license DPR-72,appendix A w/changes to TS
3.1.3.3,4.1.3.3 & bases 3/4.1.3 w/revised operability requirements for control rod reed
switch or API channels. Licensee requests approval before Jun 1992 refuel 8.
BEARD.P.M. Florida Power Corp. 92/02/27. Document Control Branch (Document
Control Desk). 6pp. 60813:220-60813:232.

-9203040251 Proposed TS changes deleting control rod position accuracy requirement
from 3.1.3.3.Acceptance criteria added to TS 4.1.3.3 to determine agreement between
reed switch & pulse stepping indicator channels.

*  Florida Power Corp. 92/02/27. 7pp. 60813:226-60813:232.

9203110143 Forwards Rev 3 to "Cycle 8 Core Operating Limits Rept," per Generic Ltr
88-16.Clarifies timing of reporting requirements in NRC SER for Amend 125 & TS
6.9.1.7.

BEARD.P.M. Florida Power Corp. 92/02/28. Document Control Branch (Document
Control Desk). 2pp. 60897:152-60897:175.

-9203110146 Rev 3 to "Cycle 8 Core Operating Limits Rept."

*  Florida Power Corp. 92/02/28. 22pp. 60897:154-60897:175.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203190186 Forwards util 920226 Itr to EPA requesting approval to discharge waste
water.containing hydrazine & associated compounds.to plant outfall.
BEARD.P.M. Florida Power Corp. 92/03/09. Document Control Branch (Document
Control Desk). 4pp. 60996:344-60996:347.

9203170201 Concludes that owners proposals for pressure isolation valves not techni-
cally justified.Changes for affected stds & basis for conclusion encl.
GRIMES.C.I. Technical  Specifications  Branch.  92/03/10.  BUSH.L Westinghouse
Electric Corp. 9pp. 60963:088-60963:101.

9203180253 Grants request for relief from current ASME code requirements & proposed
alternate exams to be performed on class 1 & 2 systems for period scheduled for
hydrostatic testing,starting w/Refuel 8.

BERKOW.H.N. Project Directorate II-2. 92/03/11. BEARD.P.M. Florida Power & Light
Co. 3pp. 60971:155-60971:157.

9203190130 Forwards environ assessment & finding of no significant impact re change
to OL per 10CFR50.90 to reflect transfer of Sebring Utils Commission 0.4473% own-
ership share to util.

SILVER.H. Project Directorate II-2. 92/03/12. BEARD.P.M. Florida Power Corp. 2pp.
60972:189-60972:194.

-9203190273 Environ assessment & finding of no significant impact re change to OL to
reflect transfer of Sebring Utils Commission 0.4473% ownership share to util.
NORRISJ.A. Project Directorate II-2. 92/03/12. 4pp. 60972:191-60972:194.

9203240363 Forwards amend 140 to license DPR-72,safety evaluation & order.Amend
deletes Sebring Utilities Commission from license as participating owner of CR-3 re-
flecting transfer of ownership shares of CR-3 to util.

BERKOW.H.N. Project Directorate II-2. 92/03/18. BEARD.P.M. Florida Power Corp.
3pp. 61085:276-61085:285.

-9203240379 Amend 140 to license DPR-72,deleting Sebring Utilities Commission from
iicense as participating owner of CR-3, reflecting transfer of 0.4473% ownership share
of CR-3 to util.
BERKOW.H.N. Project Directorate II-2. 92/03/18. 3pp. 61085:279-61085:281.

-9203240382 Safety evaluation supporting amend 140 to license DPR-72.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 92/03/18. 2pp.
61085:282-61085:283.03260305 Ack receipt of 920309 Itr informing NRC of steps taken to correct violations
